February 7, 1992 


MEMORANDUM 


TO: 

FROM: 


Distribution 


Kay Thomas Packett 



Enclosed for your review prior to next week's meeting is a draft 
"statement of principles" with regard to a final OSHA indoor air 
standard, as we discussed at the last meeting. 

Please let me know if you have questions. 


Enclosure 

DISTRIBUTION 

The Tobacco Institute 
Susan Stuntz 

Philip Morris USA 
Jim Boland 

RJ Reynolds 
Burleigh Leonard 

Constancy. Brooks & Smith 
Pat Tyson 

Covington & Burling 
Clausen Ely 
John Rupp 

Jones. Day, Reavis & Pogue 
Frank White 

Wunder, Diefenderfer, Ryan, Cannon & Thelen 
Mike Forscey 


Source: https://www.industrydocuments.ucsf.edu/docs/rljjOOOO 
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